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1 SpS'SS f o rtt h ^^ aS "f 1 f0rei ^ Placed large orders a*, the 

Sondershausen! ^ di ° S anf * ° SCillopraphs manufactured at Elektro- Eau 

.iinisteriuin fuer Kraftnerke der UhSSR 
( ”'i s a- Te chnis che s Tnero 3 ) Perl in/Rummelsburg 
t- .ass,- 4 echniscteabteilu:ir fuer llachrichtenwesen, Berlin 0 11? 
c. Jordan, Popoff, ferlin/.Vilrersdorf, Export for’pul£ria 2 

Sondwshfusen/ 6 * 4118 ° f ^ ra(,10s and oscillographs made at the Elektro-Bau i 

a ) IVvo-ray Oscillograp h [ 

of 6 l ,! Vi °" ra -C. osc ]: llopr a ph IE equipped with a teo-rav tube with a screen I 

sistSS^SesSSSSSS ™ I 

chuictae tubes pSS** r 3t ™“ " ln 1 

szszsaxr J1 •-?*• «***• « sssc srss: \ 

Tec hnical Data ; 

ffiSsr s** n u“ “• stToen 1 

lower cut off frequency 15 Uz 

nnner cut off frequency 20 k Hz I 

* l°° ; ontinuousl y adjustable 

,^ iCC 250 krLl0 0te and 2 x.l uf in series 
«*o.5cn coxes not grounded 

^PPgarfit- KV 12 P200U and S 1/0.2 (ABO 200 pieces) 
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CENTRAL AGENCY IH^H 

“ 2 - 


b) 


Synchronisation 


frequency ran ge 10 - 25000 Pi in 7 x« B s 
precision regulation Tdth potentiometer, 
amplitude adjustable from 35 - 100 mm. 


1) from outside ) 

2) from amplifier I ) 

3) from amplifier II) switch 


can be switched on 
and off by* a rotary* 


Deflection sensitivity: without arnplifier *25 

with w 25 rm/V 

Built-in line transformers 90/110/125/220 V 50 cycles 

&S* — auaaflas. „<■ , 


l^pe of current: alternating current 110/220 V 
Power consumption at 220 7: approximately 45 V 
Wave range: 

15-50 m. short 
188 - 600 m. uiddle 
720 - 2000 m. T. on „ 


constant 

Sensitivity 
200 a V ) 
40 n V ) 
40 Ju V ) 


Thbes used: 2 x K7 12P 2000 or EF 12. EL-11 

Scale lamps: 2 x 6, 3 7/0.3 A 

Regulation of sound intensity:, low frequency 

Tone diaphragm: constantly adjustable 

Loud-speaker: full dyn. 4 17 

Diaphragm diameter: 170 mm 

Pick-up connection 

Connection for 2nd loud-speaker 

Casing: plywood, walnut with maple and birch 

Dimensions: Width 500 mm. 

Height 370 ran,. 

Depth 250 ®,. 


A* 11 


at 50 ri.'l 
power output 


c) 


Four- tube - six-circuit. - sunerti eteT^dvne_for alternating current s 


lype of current: alternating current 110A25/2207. constant 
Power consumption at 220 7 s approximately 50 TJ. 

V lave range : 

15-51 m. short 

b9 5 — 600 n. middle 

700 - 2000 n. long 


Sensitivity 
50 ^u 7) 

20 fi 7) at 50 mT7 
20 ji 7) power output 


Tubes used: ACH 1, AF 3, .IF 7, AL 4. AZ 11 
Scale lamps: 2x4 V/.3 A 

fSS*, °D?^ rCU L ts * 65 two are tunable} four are constant 
•vxode rectification - \ 

Regulation of sound intensity: low frequency 
Tone diaphragm: constantly adjustable 
Intermediate frequency: 468 kite 
Automatic volume control: acting on 2 tubes 
Intermediate frequency block cirucit: built-in 
Loud-speaker: full dyn. 4 77 
Diaphragm diameter: 200 mm. 

Pick-up connection 
Connection for 2nd loud-speaker 
Casing: Plywood, walnut and birch 
Dimensions: Width 520 mm 
Height 370 mm 
Depth 260 nn 
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